OLD  PRESBYTERIAN  MEETING  H0Usf> 
Erected  1774. 

Alexandria  was  settled  largely  by  Scotch 
merchants  and  sea-faring  men.  The  Old 
Presbyterian  Meeting  House,  located  on 
South  Fairfax  Street,  was  built  by  them. 
It  is  one  of  the  most  beautiful  of  the 
Colonial  churches  and  contains  the  oldest 
known  church  organ  in  use  in  America.  The 
memorial  services  for  George  Washington 
were  held  here  after  his  funeral  in  1799. 

Buried  in  its  quaint  church  yard  are  some 
of  the  most  famous  men  of  Colonial  days, 
such  as  John  Carlyle,  Quartermaster  of 
General  Braddock  in  the  French  and  Indian 
Wars,  Dr.  James  Craik,  Chief  Physician  and 
Surgeon  of  the  Continental  Army  and  General 
Washington's  most  intimate  friend.  Colonel 
Dennis  Ramsey,  one  of  Washington's  pall- 
bearers. Dr.  James  Muir,  Chaplain  of  the 
Masonic  Lodge  which  conducted  General 
Washington's  funeral,  "The  Unknown  Soldier 
of  the  American  Revolution"  and  many 
others  of  great  note. 
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